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MAGNIFICENT ROMAN STRUCTURE OF THREE TIERS AND FIFTY-TWO ARCHES SPANNING A RIVER OF SOUTHERN FRANCE

Near Nimes stands one of the grandest Roman structures in existence, Airon to the city% Constructed of huge blocks of stone without cement,
the far.famed Pont du Gard. It is part of an aqueduct twenty-five the bridge, spanning the Card at a bend of the valley, is 880 feet long
miles long, attributed to Vipsanius Agrippa, son-in-law of Augustus, who and 160 feet high and has three tiers of arches, the top tier consisting
founded Nimes and was built to conduct the waters of the Eure and of thirty-five small arches, the second tier of eleven and the third of six.